JANUARY 2024 


MoDOT PERFORMANCE HIGHLIGHTS 


SAFETY ..:. 


22.9°0\7 


EMPLOYEE-RECORDABLE 


INCIDENTS 


SERVICE «=. 


76% | | -_ 0.67% CHuR | 297% 
SES eter ny WO mma PROJECTS 
CUSTOMER SOCIAL MED nA KO:0.1.7% = COMPLETED 
SERVICE FOLLOWERS SL:<-1.2% ON TIME 


STABILITY uu 


14.06% tl 
EMPLOYEE IN POOR 
TURNOVER CONDITION 


